Rem i ngton 



True-to Light® 

Deluxe Make-up Mirror 




• Regular and 5X magnifying mirror 

• Adjustable side mirrors 

• Light selector dial 

• Adjustable stand P | ease Read Prior t0 Use 

• On/Off SWitch Model LM-8 



IMPORTANT SAFETY INSTRUCTIONS 



When using electrical appliances, especially when children are 
present, basic safety precautions should always be followed, 
including the following. 

READ ALL INSTRUCTIONS BEFORE USING. 

DANGER 

KEEP AWAY FROM WATER 

As with most electrical appliances, electrical parts are electrically 
live even when the switch is off. 

To reduce the risk of electric shock: 

1. Always unplug this appliance from the outlet immediately after 
using and before cleaning. 

2. Do not use while bathing or in a shower. 

3. Do not place or store appliance where it can fall or be pulled into 
a tub or sink. 

4. Do not place or drop into water or other liquid. 

5. If an appliance falls into water, "unplug it" immediately. 
Do not reach into the water. 

WARNING 

To reduce the risk of burns, electric shock, fire, or injury 
to persons: 

1. This appliance is for household use only. 

2. Never operate this unit if it has a damaged cord or plug; if it is 
not working properly; or if it has been dropped, damaged, or 
dropped into water. Return the unit to Remington Customer 
Service for repair or replacement. 

3. Do not immerse in water; use near sink, or while bathing. 



4. Use on a level, hard surface. 

5. This portable lamp has a polarized plug (one blade is wider than 
the other). As a safety feature, this plug will fit in a polarized outlet 
only one way. If the plug does not fit fully in the outlet, reverse the plug. 
If it still does not fit, the outlet must be brought into compliance with the 
National Electrical Code by a qualified electrician. Never use with an 
extension cord unless plug can be fully inserted. Do not attempt to 
defeat this safety feature. 

6. Close supervision is required when appliance is used by or near 
children or invalids. 

7. Make sure the unit is turned off before plugging in or unplugging from 
electrical outlet. 

8. Unplug unit from the electrical outlet before cleaning or replacing lamps. 

9. As with any product that contains glass and chemicals, reasonable care 
should be observed when burned out lamps are discarded. Unbroken 
lamps should never be put into fire, domestic incinerators, or trash 
compactors. 

CAUTION: Be sure mirror is not in a position where it can reflect sunlight. 
Reflected sunlight can cause fire. 



SAVE THESE INSTRUCTIONS 




MAINTENANCE INSTRUCTIONS 

■ Do not attempt to repair the appliance yourself.Return to Remington 
Customer Service. 

■ Do not wrap cord around the appliance. 

■ To replace lamp: 

Unplug unit and place dial on the day position; lay mirror face down; remove 
screws from back of mirror frame.using a Phillips head screwdriver only. 

■ Use replacement bulb F6T5/TTI for LM-7 and LM-8 models. 

■ For information on obtaining replacement lamps, see the order form. 
CLEANING INSTRUCTIONS 

■ Unplug this appliance from the electrical outlet before cleaning. 

■ The unit can be wiped down with a damp cloth. 

■ The mirror can be cleaned with a damp cloth or any glass cleaner. 



ACCESSORY ORDER FORM 
TRUE-TO-LIGHT® MAKE-UP MIRROR 

For replacement lamps, fill out this form and send check or money order to: 
Remington Products Company L.L.C., 60 Main Street, Bridgeport, CT 06604 



Item 


Model 


Price 


Qty. 


Amount 


Replacement lamp (F6T5/TTL) 


2026B 


$3.00 




$ 


♦Sales tax payment required in these states:AL,AZ, CA,CT, 
FL, GA, IL, IA, IN , KY, LA,M A,M D,M l,M N,M S,NC,NE,NJ , 
NY, OH, OK, PA,SC,TX, VA, &WA. 

♦♦Applies only to postage inside the Continental U.S. 
Additional postage will be added for foreign delivery. 


Subtotal 


$ 


Sales Tax 


$ 


** Postage 


$2.00 


Total 


$ 



Prices subject to change without notice. Allow 4 to 6 weeks for delivery. 



Name 



Address 



City 

State Zip 

We must have a street address as UPS cannot deliver to a P.O.Box number. 
Fill out completely. 

S Questions or comments call 1-800-736-4648. 

Rem i ngton 

Products Company L.L.C. 

60 M ain Street Remington and True-to-Light are trademarks of 

Bridgeport,!* I UooU4 Remington Corporation.L.L.C© 1999 R.P.CL.L.C 



FULL ONE YEAR WARRANTY 

Remington Products Company LLC. warrants this product against any defects that 
are due to faulty material or workmanship for a one- year period from the original date 
of consumer purchase. This warranty does not include damage to the product resulting 
from accident or misuse. 

If the product should become defective within the warranty period, we will repair it or 
elect to replace it free of charge. We will return your product, transportation charges 
prepaid, provided it is delivered prepaid to: Remington Products Company LLC, 
60 Main Street, Bridgeport, CT 06604, AttentiomService Department. Include a letter 
stating the reason for the return. 

REMINGTON SHALL NOT BE RESPONSIBLE FOR ANY 
INCIDENTAL, SPECIAL OR CONSEQUENTIAL DAMAGES. 

This warranty gives you specific legal rights and you may also have other rights which 
vary from state to state. Some states do not allow the exclusion or limitation of inciden- 
tal, special or consequential damages. 

REMINGTON MONEY BACK OFFER 

If within 90 days after you have purchased this appliance, you are not satisfied and 
would like a refund, take back the unit and sales slip indicating purchase price and 
date of purchase to the retailer from whom the item was purchased. Remington will 
reimburse all retailers who accept the item within 90 days from the date of purchase. 
If you have any questions concerning the money back guarantee, please call 1-800- 
736-4648. 



120 Volts A.C. 60Hz 

S Questions or Comments: Please call 1-800-736-4648 /TT\ ™s product is Listed by 

rn (U 1 Underwriters Laboratories. 
^ Visit us at http://www.remington-products.com , nc and bears tne mark 
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